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Fertility tests are vital medical procedures designed to assist couples facing challenges in 
conceiving a child. At Arabian Medical Center in Ajman, we understand the emotional and 
physical toll infertility can take on individuals and couples. Arabian Medical Center is one of 
the top leading Medical Center in Ajman, UAE. Our comprehensive fertility testing services 


are tailored to provide numerous benefits: 
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Identifying the Root Cause: Fertility tests help identify the underlying causes of infertility 
while ruling out other potential health issues that may hinder conception. 


Determining Treatment Options: With clear diagnostic information from fertility tests, our 
experienced medical professionals can recommend the most suitable treatment options, 
thereby increasing the chances of successful pregnancy. 


Alleviating Stress and Anxiety: The uncertainty surrounding infertility often leads to 
significant stress and anxiety. Our fertility tests provide clear information and guidance, 
offering reassurance and peace of mind to couples on their journey to parenthood. 


Optimizing Resources: By accurately diagnosing infertility causes, our tests help couples 
avoid unnecessary or ineffective treatments, saving them valuable time and money. 


Special Offer Packages: 


Male Package (325 AED): Includes Total Testosterone, Free Testosterone, Follicle- 
Stimulating Hormone (FSH), Luteinizing Hormone (LH), Prolactin levels, and Semen Analysis. 


Female Package (399 AED): Includes Luteinizing Hormone (LH), Follicle-Stimulating 
Hormone (FSH), Estradiol levels, Prolactin levels, Thyroid-Stimulating Hormone (TSH), Anti- 
Miullerian Hormone (AMH), and Progesterone levels. 


At Arabian Medical Center, we are dedicated to providing compassionate and 
comprehensive care to couples seeking to overcome infertility challenges. Contact us today 
to schedule your fertility testing appointment and take the first step towards realizing your 
dream of parenthood. Arabian Medical Center is one of the best medical center in Ajman, 
Dubai. 


